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[Abstract:] Complains of conduct of conductor. 

Hotel Lafayette 
Philadelphia, 

February 8, 1893 

To the Director of the Mint 
Phila., Pa. 

My dear Sir: - 

Believing that it would be in accordance with your desire I write to call your attention to 
the discourtesy of one of your officials. 

I visited the Mint this forenoon & on entering with a friend was received very 
patronizingly & discourteously by the official who appeared to be in charge. He is rather short & 
stout with a heavy, grey moustache. He wore a very massive chain stretched double across his 
vest. While we were sitting there a gentleman came in & on making inquiry about something this 
fellow answered him saying that this was the Insane Asylum & added something about that 
here’s the place he was looking for. Visitors to Phila., among its many rather pleasant features 
are generally charmed with its hospitality. I trust to not be deemed interfering by this calling this 
to your attention. I may add that the guide who showed me through was very gentlemanly & 
attentive indeed. 

Very truly yours, 

(Rev.) C.S. Macfarlane 
of Boston 



